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tides run, 30,000 in E as against 50,000 in F, after the upper groins were put in, and partly by the much greater amount of sand still left in the lower estuary in tank E. Had it been possible to run 250,000 more spring and neap tides in VII., tank E, there is every reason to suppose that the final condition would have been precisely similar to that obtained in Experiment VI. in tank F.